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SEADM SOCIEDAD EUROPEA DE ANALISIS DIFERENCIAL DE MOVILIDAD SL 


REGISTERED TRADEMARK - UKIPO (UK) 


210 Serial number 220 Application date 
UK00917927439 July 6, 2018 

111 Registration number 151 Registration date 
UK00917927439 November 2, 2018 

551 Kind of mark 180 Expiry date 
Individual July 6, 2028 

550 Type of mark 

Figurative 

511 Nice classification - NCL 

9 


540 Reproduction of the mark 


KAN 


541 Reproduction of the mark where the mark is represented in standard characters 
SEADM SOCIEDAD EUROPEA DE ANÁLISIS DIFERENCIAL DE MOVILIDAD SL 


NAMES AND ADDRESSES 
730 NAME AND ADDRESS OF THE APPLICANT OR THE HOLDER 740 NAME AND ADDRESS OF THE REPRESENTATIVE 
eee DE ANALISIS DIFERENCIAL DE MOVILIDAD, S.L. sedis estan Fernandez-Vega Feijoo 

Address - Address 
PARQUE TECNOLOGICO DE BOEDILLO C/ Bretén de los Herreros 
PARCELA 205 BOECILLO/VALLADOLID 66-1°B Madrid 26003 
47151 a 
Country 
Spain 
CLASSIFICATION 


511 THE INTERNATIONAL CLASSIFICATION OF GOODS AND SERVICES FOR THE PURPOSES OF THE REGISTRATION OF MARKS (NICE 


CLASSIFICATION) AND/OR LIST OF GOODS AND/OR SERVICES CLASSIFIED ACCORDING THERETO 


9 
testing and quality control devices * measuring, counting, alignment and calibrating instruments + sensors and detectors + residual gas analyzers + air analysis apparatus + diagnostic apparatus, not 
for medical purposes * dust measuring apparatus air current testing apparatus + checking (supervision) apparatus and instruments + particle classifying apparatus + scientific apparatus and 
instruments + laboratory apparatus and instruments * apparatus and instruments for microscopy * chemistry apparatus and instruments + apparatus for analysing gases * separating apparatus for 
laboratory use * laboratory optical apparatus + optical filters * magnetic filters + stands for computer equipment « laboratory mixers * laboratory filters + scientific specimens for laboratory use * 
vacuum apparatus for laboratory use * chromatography apparatus for laboratory use * data processing terminals + computer programmes for data processing * radio-frequency components + 
particle detectors * particle generators + particle accelerators + particle detecting apparatus * particle emission monitors • particle flow monitors * data processing apparatus * security software 


531 INTERNATIONAL CLASSIFICATION OF THE FIGURATIVE ELEMENTS OF MARKS (VIENNA CLASSIFICATION)- VCL 


20.05.07 
Plans, schematic drawings, diagrams, curves, outlines 
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IP OFFICE - UKIPO (UK) 


X 


Intellectual 
Property 
Office 


Official status 
Registered 

Status date 
May 24, 2024 


Country of filing 
UK 


Disclaimer: Global Brand Database does not ensure the correctness nor the completeness of the information 


FURTHER INFORMATION 


270 Application language 
en 
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